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Message Text 


E.O. 11652: N/A 
TAGS: BEXP, SG 

SUBJECT: INQUIRY ABOUT SEWERAGE COLLECTION SYSTEMS 
REF: STATE 130044 


1 . FOLLOWING INFORMATION HAS BEEN OBTAINED FROM MR. AMADOU 
DIAW, TECHNICAL DIRECTOR DEL'ASSAINISSEMENT, MINISTERE DE L'EQ- 
UIPMENT, BUILDING COMMUNAL, AVENUE CHARLES DE GAULLE, DAKAR, 
SENEGAL. ANSWERS CODED TO QUESTIONS POSED REFTEL: 

A. THERE ARE APPROXIMATELY 200 KMS. OF UNDERGROUND SEWAGE LINES 

B. SIZES OF PIPES USED VARY FROM 250 MM TO 1400 MM. 

C. STORM DRAINS ARE COMBINED WITH SEWAGE SYSTEMS AND ALSO USED 
SEPARATELY. 

D. A PORTION OF SEWAGE SYSTEM EMERGES AT TWO FILTERING STATIONS 
AT PATTE D'OIE AND PIKINE GUEDIAWAYE. REMAINDER GOES INTO 
STREAMS AND OCEAN. 

E. SONEES, GOVERNMENT-OWNED WATER COMPANY, HAS MAINTENANCE 
RESPONSIBILITY FOR ALL ABOVE. EQUIPMENT IN USE IS OUTMODED. 

2. MR. DIAW EXPRESSED INTEREST IN LOCATING SOURCE OF SUPPLY 
FOR PLANNED URBAN SEWER SYSTEMS. 
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